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Qfgiiai fiuk U. Rcfeerts* OSA (Ret. ) 

8#Wi» Away Hospital -J 

Vert Belreir. Virginia 

D«tr 7rul» 

| was distressed to lw* ef |®w illness 
waA w*m you to know that all of a# bore are thin k ing 
yea mad hope this letter find* you feeling much 
better* If there ie anything 1 can do for yea* pleass 
do nek hesitate to call on me. 

With warmest personal regards. 

Sincerely, 


Allen W. Dalles 
Director 
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